The  cost  window  of  "THE  OLD  BRICK  CHURCH"  (Sf.  Luke's) 
near  Smifhfield,  Virginia.  This  church  was  erected  in  1632.  This 
beautiful  window  was  installed  in  1887  in  memory  of  the 
first  four  bishops  of  the  Protestant  Episcopal  Church  in  Virginia 
and  other  famous  men. 
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